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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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SPECIFICATION FOR SCREW DRIVERS 

PART III DIMENSIONS FOR SCREW DRIVERS FOR 
RECESSED HEAD SCREWS 

( Second Revision ) 
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1. Scope — Covers dimensional and other requirements for screw drivers intended for recessed head 

screws. 

2. Dimensions 

2.1 Screw Driver Points 
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ENLARGED SECTION XX 
SIZES 1.2,3 AND A 



ENLARGED SECTION XX 
SIZE 



'Measured In a plana perpendicular to the axla of tha acraw driver and passing through tha point of Interaectlon of 
the vertical Una Inclined at an fngle 9 with tha enveloping aurfaca of the taper of angle 8 ( W*-5° ). 

tlength of tha portion milled at an angle |. 
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All dimensions in millimetres. 
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2.2 Type A ( Ordinary Type with Long Handle ) 




All dimensions in millimetres. 
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Nominal j 4 
Slso j nil 


l±5 


Plastic Handle 
Sixes* 
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80 


LOO 
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L100 
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•According to IS : 844 (Part 1 )-1979 'Specification for screw drivers : 
Part 1 Technical supply conditions ( $teond r$vl$lon ) '. 



2.3 Type B (Stubby Type) 
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All dimensions in millimetres. 



Nominal 
Slsa 


4 
M1 


l±5 


Plastic Handle 
Sixes* 
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•See IS: 944 ( Part 1 M979. 



AMENDMENT NO. 1 OCTOBER 1993 

TO 

IS 844 ( Part 3 ) : 1979 SPECIFICATION FOR SCREW 

DRIVERS 

PART 3 DIMENSIONS FOR SCREW DRIVERS FOR RECESSED 

HEAD SCREWS 

( Second Revision ) 
( Pdi>e 2, clause 2.1, Table ) - Existing tolerance under '<I\' shall lie read 



as: 



+0.075 
-0.025 



( PE 06 ) 
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2.4 Type C ( Double Off Set Type) 



IS: 844 (Part III)- 1979 
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All dimensions in millimetres. 



Nominal 
Size 


'i 
Mln 


*2 

M/n 
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Mln 


1x2 
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6 


100 


20 


3x4 


6 


10 


200 


30 



3. Material, Finish, Preservatipn and Packing, Sampling and Marking — According to 
IS : 844 (Part I )-1 979. 

4. Hardness — The blades shall be heat treated throughout their length. The hardness when 
measured as close as possible to the working end shall be within the range of 545 to 655 HV 
(*52to58/y/?C). 

5. Designation — A screw driver of Type A and nominal size 2 shall be designated as: 

Screw Driver A-2, IS : 844 ( Part III ) 

6. Tests — The screw drivers shall be subjected to the testing torque indicated in Table 1. The 
dimensions for a suitable toroue applying test plate is indicated in Table 2. The screw driver point 
shall be made to sit in the test plate and the testing torque shall be applied without any jerks or 
impact and shall be gradually increased till the specified testing torque is reached. At the end of the 
test there shall be no permanent deformation or other defects, such as cracks, breaks, etc. 



TABLE 1 TESTING TOROUE FOR SCREW DRIVERS 



Nominal Size 


Tasting Torque 
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Mln 
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All dimensions In millimetres. 
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Note—The recess shsil be cold-etamped with a master punch. Hard* 
ne*i of the pl*te shall be 859 W, *y/* ( -58 HflC, Irfto). 
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7. M«rMng — The screw drivers shall be marked with the type, nominal tire, manufacturer's name 
and/or the recognized trade-mark. 

7.1 ISI Certification Marking — Details available with the Indian Standards Institution. 



EKPMNATQRY NOTE 

. . Tn ' f tWl^l cPWrt fhf requirement* for acrew drivars for recessed head screws conforming 
to relevant Indian Stsndarda- 
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Thit standard was first published in 1974. In the present r#vl*|pn the wooden handles have 
iced by the plastic handles and Gradee 1 and 2 have been rationalized to a single grade. 
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